Meteorological Observations . 71 

Impregnation is accomplished through the medium of water, and 
not by actual contact. The growth and development of the triton 
are materially influenced by temperature, and but little by the action 
of light. The triton possesses the power of reproducing its lost 
limbs, provided the temperature be within the limits of 58° and 75° 
Fahrenheit ; but at lower temperatures, and during the winter, it 
has no such power. 


METEOROLOGICAL, OBSERVATIONS FOR MAY 1847* 

Chiswick. — May ] . Very fine. 2. Cloudy. 3. Rain. 4. Cloudy. 5. Cloudy 
and fine. 6. Slight fog *. fine. 7. Overcast: showery. 8. Rain. 9. Fine: 

cloudy: densely overcast : rain. 10. Very fine : slight showers. 11. Cloudy. 

12. Very fine. 13. Cloudy and fine ? showers. 14. Showery. 15. Fine : rain 
at night. 16. Rain: cloudy: rain at night. 17. Cloudy. 18. Fine: rain. 
19,20. Cloudy and fine. 21,22. Very fine. 23. Very hot and sultry. 24. 
Cloudy and fine. 25—27. Very fine. 28. Slight haze : sultry. 29. Cloudy : 
thunder and heavy rain. 30. Clear and fine. 31. Cloudless: exceedingly fine. 

Mean temperature of the month 56°*83 

Mean temperature of May 1846 56 *16 

Mean temperature of May for the last twenty years ... 55 *01 
Average amount of rain in May 1*84 inch. 

Boston. — May 1 . Fine. 2. Cloudy : rain early a.m. : rain p.m. 3. Cloudy : 
rain a.m. and p.m. 4. Cloudy. 5. Fine : rain p.m. 6. Cloudy. 7. Fine: rain 
p.m. 8. Cloudy : rain p.m. 9. Cloudy. 10 Cloudy : rain early a.m. 11. Rain. 
12. Fine: rain, with thunder p.m. 13. Fine: rain p.m. 14, 15. Fine: rain 
early a.m. 16. Rain: rain, with thunder p.m. 17. Cloudy. 18. Cloudy: 
rain p.m. 19, 20. Cloudy. 21 — 24. Fine. 25. Windy. 26, 27. Fine. 28. 
Fine : 1 o’clock p.m. thermometer 82°. 29. Rain : 4 o’clock a.m. thunder, hail 

and rain: rain all night. 30. Fine: rain early a.m. 31. Fine. 

Sandwick Manse , Orkney . — May 1. Bright: clear. 2. Bright: drops. 3. 
Bright : clear. 4. Bright: damp. 5. Fine. 6,7. Cloudy: damp. 8,9. Drizzle: 
fog. 10. Clear: fine. 11. Cloudy: rain. 12. Rain : cloudy. 13. Cloudy. 
14. Rain: fog. 15. Damp: rain: fog. 16. Bright: cloudy. 17, 18. Cloudy : 
clear. 19. Showers: drizzle. 20. Fog: cloudy. 21. Bright: rain. 22. Showers. 
23. Clear. 24. Fine. 25. Bright : cloudy. 26. Bright : showers. 27. Fine : 
clear. 28. Fine : cloudy : fine. 29. Rain: thunder: cloudy : fine. 30. Clear: 
fine. 31. Cloudy: fine. 

Apple garth Manse , Dumfriesshire . — May 1 . Fine summer day. 2. Mild : 
showers. 3. Cloudy : keen. 4. Spring, but keen. 5. Cold : wet p.m. 6. Grow- 
ing: wet p.m. 7. Dull: showers. 8. Dull : wet p.m. 9. Mild ; dull : wet p.m. 
10. Fine growing day. 11 — 14. Dull: showers. 15. Fine summer day. 16. 
Stormy : wet all day. 17. Wet and cold. 18. Wet and stormy. 19. Dull: 

wet, 20. Sunshine : fine. 21. Dry: cloudy. 22. Cloudy: showers. 23. Warm: 

thunder : rain. 24. Fine : clear : wet p.m. 25. High wind : clear. 26. Fine: 

clear : light : cloudy. 27. Fine : clear: thunder. 28. Fine : wet p.m. 29. Fine : 

heavy rain p.m. 30. Fine : warm. 31. Remarkably fine. 


Mean temperature of the month 51°*1 

Mean temperature of May 1846 52 *6 

Mean temperature of May for twenty-five years 51 *1 

Mean rain in May for twenty years 1*69 inch. 


